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TACKLING ENVIRO-CRIME: council worker 
remove items of furniture dumped in a 
royal brough street 


Awards for 
124 young 
heroes 


A HUNDRED and twenty-four 
young people from 17 royal borough 
schools were honoured at the 
prestigious Jack Petchey Foundation 
Achievement Awards at The 02 
Arena last week (June 8). 

The event recognised local young 
people aged 11 to 25 who had received 
Achievement Awards following 
nominations by their peers and leaders. 

The winners were presented with a 
medallion, certificate and a cheque for 
£ 200 . 

Eight adults were also celebrated with 
Leader Awards, receiving a medallion and 
a framed certificate. They were recognised 
for demonstrating an outstanding ability 
to motivate young people. 

East End born businessman Sir Jack 
Petchey started the Foundation in 1999 to 
recognise the positive contributions young 
people make to society and to support them 
in achieving their potential. Since then it 
has provided support to a wide range of 
2,000 youth initiatives across London and 
Essex and reached a milestone investment 
of £100m. 

This year’s winners included Maya 
Holmes, Georgina Holness and Demi 
Stickland, all aged 11 from Thomas Tallis 
School. They were recognised for raising 
over £100 for the Greenwich Community 
Hospice in a cake sale after a burglary. 

Daniel Abeshin, 16, from St Paul’s 
Academy also won an award for his 
involvement in multiple volunteering 

Turn to page 3 0 



Ready for change? 

A unique, free and confidential 
service for non * dependent 
users of alcohol or drugs. 


020 3696 2640 

lifcUncbasrs .org.uk 
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ROYAL GREENWICH 
REPRESENTATIVES 


GREENWICH AND WOOLWICH 

Matthew Pennycook MP (Lab) 
matthew.pennycook.mp@parliament.uk 
By appointment on 020 7219 6280 
Second Saturday of each month, Charlton 
House, SE7 8RE, from 11am; The Greenwich 
Centre, 12 Lambarde Sq, Greenwich, SE10 
9GB from 2pm; fourth Saturday of each 
month, The Barnfield Project, Barnfield Road, 
SE18 3UH from 11am; Woolwich Town Hall, 
Woolwich, SE18 6HQ from 2pm (No August 
surgeries) 

Appointments prioritised over drop-ins, and 
Matthew will attend to all on a first come first 
served basis. 

ELTHAM 

Clive Efford MP (Lab) clive.efford.mp@ 
parliament.uk Call for an appointment at 
the following surgeries on 020 8850 5744 
between 11am and 3pm Mon-Fri. 

First Tuesday of the month, 10am Anstridge 
Community Centre, Anstridge Rd, SE9 2LL 
First Friday of the month, 11am Horn Park 
Community Centre, 96 Sibthorpe Road, 

SE12 9DP 

Second Saturday of the month, 10am St 
Mary's Community Centre, Eltham High 
Street, SE9 1BJ 

Third Tuesday of the month, 10am Middle 
Park Community Centre, 150 Middle Park 
Avenue, SE9 5SD 

Third Friday of the month, 11am Coldharbour 
Neighbourhood Office, Library Entrance, 
William Barefoot Drive, SE9 3BT 
Fourth Friday of the month, 6pm St Mary's 
Community Centre, Eltham High Street, 

SE9 1BJ 

Fourth Saturday of the month, 10am, 
Shrewsbury House, Bushmoor Crescent, 

SE18 3EG 

ERITH & THAMESMEAD 

Teresa Pearce MP can be contacted by post by 
writing to House of Commons Westminster, 
London, SW1 A 0AA, by email on Teresa. pearce. 
mp@parliament.uk or via the contact pages of 
the website www.teresapearce.org.uk 
Surgeries are held each week across the 
constituency, if a face to face meeting is 
needed these are booked by appointment 
on 01322 342 991. 

GLA MEMBER 

Len Duvall (Lab) is the GLA member for 
Greenwich and Lewisham. Write to Len 
Duvall, GLA, City Hall, Queen's Walk, London 
SE1 2 A A; phone 020 7983 4517; or email 
len.duvall@london.gov.uk 

EUROPEAN PARLIAMENT 

Contact your MEP at the UK Office of the 
European Parliament on 020 7227 4300. 


Big support for small charities 


A WEEK of events to highlight and 
promote small charities is running 
until Saturday (June 18 ). 

Small Charity Week is a national 
campaign, which includes free activities 
and initiatives to celebrate and raise the 
profile of charities with a turnover of less 
than £1.5m. 

The week has been organised as a 
series of themed events and activities to 
celebrate the contribution small charities 
make to communities, support charities 
and encourage public giving. 

Initiatives include: a Big advice Day, 
where small charities can 1:1 get advice 
on a range of topics; Policy Day, when 


charities can engage with policy makers; 
Fundraising day, offering ideas for raising 
money: Volunteering Day with a focus on 
recruiting, supporting and celebrating 
volunteers and Celebration Day on 
Saturday. 

The campaign, now in its seventh year, 
was founded by the Foundation for Social 
Improvement (FSI) to raise the profile of 
the small charity sector. 

In the royal borough many small 
charities are supported by GAVS - 
Greenwich Action for Voluntary Service 
which offers advice, events and training 
for local voluntary, community and faith 
groups. Member organisations are invited 
to a GAVS workshop ‘How to Fundraise 


Pic Spot... send yours to greenwichtime@outlook.com 



NEILL TRUEMAN: 'Despite the recent cold, wet weather, the roses in the Peace 
Garden at Charlton are looking good. Whilst enjoying my picnic lunch before a music 
recital, I spotted this rose just at its loveliest/ 


Successfully,’ at its base in Woolwich as 
part of events for the week. 

GAVS chief executive Naomi Goldberg 
said: “GAVS is committed to helping 
small charities get the support they need. 
Small charities in Greenwich play a vital 
role in identifying need and providing 
solutions - often plugging important gaps 
in services, so it is crucial they get the 
support they need to function well.” 

The service is supported by the royal 
borough and Councillor Denise Scott- 
McDonald, the royal borough’s cabinet 
member for culture, creative industries 
and community wellbeing, said: “Small 
Charity Week celebrates and raises 
awareness of the essential work of small 
charities. By supporting the work of 
GAVS, the council is helping scores of 
local organisations to make an invaluable 
contribution to the lives of individuals 
and communities all year round.” 

# For more information about GAVS and 
the support it offers visit www.greenwich- 
cvs.org.uk or call 020 8309 8231 . 


Get Online 


• Renew your resident parking permit: 

www.royalgreenwich.gov.uk/ 

residentparkingpermitrenewal 

• Renew a business parking permit: 

www.royalgreenwich.gov.uk/ 

businessparkingpermitrenewal 

• Check whether you are in a CPZ: 

www.royalgreenwich.gov.uk/ 

cpzchecker 

• Order waste items: 

www.royalgreenwich.gov.uk/ 

orderwastesacks 

• Howto order bulky waste 
collection: www.royalgreenwich. 
gov.uk/bulkywaste 

• Pay street penalty charge notices: 

www.royalgreenwich.gov.uk/ 

paystreetfine 

• Report street cleaning issues: 

http://fix.royalgreenwich.gov.uk 

• Book tennis and football pitches 

www.royalgreenwich.gov.uk/ 

sports 

• Apply for primary school places: 

www.royalgreenwich.gov.uk/ 

admissions 


GREENWICH COUNCILLORS 

Contact Members' Services on 020 8921 5151 
for information on councillors' surgery times. 


GT CONTACTS 


GTis produced by the 
Royal Borough 
of Greenwich, The 
Woolwich Centre, 
Wellington St, SE18 6HQ 
Phone: 020 8921 5916 
Email: greenwichtime@ 
outlook.com 
Editor: Hilary Bryan 
Reporters: 

Dan Stephens 


LaraineClay 
Jane Eyles 
Design: 

Andy Georgiou 
Advertising: Call 
Nicola 020 8921 5572 or 
Gaynor 020 8921 5033 
Distribution: 

020 8940 0666 
or email sasha@ 
londonletterbox.co.uk 


ROYAL BOROUGH MEETINGS 


THE following meetings 
take place at the Town Hall, 
Wellington Street, unless stated 
otherwise. 

June 20 - (provisional) 

Community safety and 
environment scrutiny panel, 7pm, 
committee room 6 

June 21 - Planning board, 

6.30pm, council chamber 

June 22 - Cabinet, 6.30pm, 


council chamber 

June 23 - (provisional) Eltham 
crematorium joint committee, 
6.30pm, Eltham Crematorium, 
Crown Woods Way 

June 28 - Licensing review sub 
committee, 2.30pm, committee 
room 4; (provisional) Overview 
& Scrutiny children and young 
people, 7pm, committee room 4; 
Abbey Wood local housing panel, 
7-9pm, call 020 8921 5585; 


June 29 - Council, 7pm, council 
chamber; West Greenwich local 
housing panel, 7-9pm, call 020 
8921 5895. 

June 30 - (provisional) 
Regeneration, Transport & 
Culture Scrutiny Panel, 1 1am, 
committee room 6; Glyndon & 
West Plumstead Local Housing 
Panel, 7-9pm, call 020 8921 5585. 

July 4 - Eltham Local Housing 
Panel, 7pm, call 020 8921 5149. 


More information on 
020 8921 5130 or at 
www.royalgreenwich.gov.uk/ 
meetings 

All meeting dates and times 
are subject to change. 

We would advise you to check 
before you travel. 

Full council meetings can 
be viewed live at www. 
royalgreenwich.gov.uk/ 
webcast 


DON'T FORGET TO RECYCLE YOUR COPY OF GREENWICH TIME 
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MEDAL WINNERS: 
Daniel Abeshin gets 
a pat on the back 
from his mentor 
Jane Evans, a 
grants officer with 
the foundation, 
inset, Cllr Williams 
congratulates Demi 
Stickland, right, 
Georgina and Maya 
show off their 
awards 
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from page 1 3 

projects including the Jack Petchey 
Speak Out Challenge and the Table 
Tennis UK Championships (supported 
by the Foundation). He has completed 
59 hours of volunteering to date. 

Cllr Miranda Williams, the council’s 
cabinet member for children and young 
people, who attended last week’s event, 
said: “Congratulations to all who 
received an award, it is fantastic to see 


young people from the royal borough 
being recognised for their hard work 
and contribution to their peers and local 
community. Youth organisations in the 
royal borough have received £930,710 
in funding from the Jack Petchey 
Foundation since funding started in 
2006 and I would like to offer my thanks 
for this continued commitment to 
young people in the local area.” 

• Find out more about the awards at 
www.jackpetcheyfoundation.org.uk 


New measures to fight enviro-crime 


from page 1 3 

an all-out offensive on 
the borough’s fly-tippers 
with new measures which 
include: 

• Dedicated taskforce 
teams concentrating 
their efforts on the 
areas in most need 
who can provide a 
rapid response and 
gather information 

• New signage across 
the borough making 
it explicit that fly- 
tipping is a serious 
offence which will be 
met with serious fines 
and prosecution 

• A drive to advertise 
the bulky waste 


collection service and 
the ‘Fix my Street’ app 
to residents through 
the council’s website 
and newspaper 
• Additional support 
for the Environment 
Champions Scheme 
and resident 

associations, especially 
in litter picks and 
clean-up efforts. 

Cllr Jackie Smith, the 
cabinet member for 
community safety and 
environment, said: 

“We are re-doubling 
our efforts in tackling 
enviro-crime in the 
borough, especially 
fly-tipping which isn’t 


just irresponsible and 
inconsiderate; it’s illegal 
and will be treated as a 
serious offence. Residents 
can be assured that we 
have heard their concerns 
on fly-tipping loud and 
clear; we are listening and 
we are responding.” 

• The quickest and easiest 
way for residents to report 
fly-tipping is through 'Fix 
My Street' which can be 
accessed online and as an 
app: https://greenwich. 
fixmystreet.com 

Alternatively residents can 
contact Street Services on 
020 8921 4661. 


Sign up to learn more 
about fostering 

We hold regular information events for people who are 
interested in finding out more about fostering 

At the events you will meet foster carers and social workers 
who are involved in fostering for the Royal Borough of 
Greenwich, 


Venue: 

The Woolwich Centre, 
Wellington Street, 

Woolwich SE 1 8 6HQ 

Date and time: 

Thursday 1 4 July 20 1 6 * 7pm 
for a 7; I S start to 9pm 


Booking a place: ^ 

Sign up to come to a fostering event by filbng m our online form 
on website shown at bottom of this page or contacting us by 
telephone. 



freephone 0600 0S2 1499 

www. roya fgreenwie h gov. u k/f ostcri^g 
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at Glastonbury Council funding boost 

3jp£|| for Greenwich Theatre 


GLASTONBURY BOUND: the choir is ready for all weathers 

NOT content with beating Justin Bieber to the 
number 1 spot in the Christmas charts, the 
Lewisham and Greenwich NHS Choir are now 
headlining at the UK's top music festival. 

The choir has packed its wellies and brollies, 
and will be opening the famous Pyramid 
stage at Glastonbury on Saturday, June 
25 where the likes of Adele, Coldplay and 
Squeeze will be playing later in the day. 

The 30-minute set coincides with the release of 
their debut album. Something Inside So Strong. 
Caroline Smith, children's physiotherapist 
at Lewisham and Greenwich NHS Trust, 
said: "This is amazing and a bit surreal. We 
can't believe that we are performing at 
Glastonbury with many of our heroes the day 
after our debut album is being released. 

"Our goal is to celebrate the NHS and all its 
amazing staff, so to do this at Glastonbury is 
a dream come true." 

The choir recorded the album in their 
spare time and all royalties earned will go 
into Lewisham and Greenwich NHS Trust's 
charitable funds. 

• The album is released on Decca Records 
on June 24 and can be pre-ordered - go to 
www.nhschoir.com 


Lift closed at Abbey 
Wood station 

THE lift on platform 1 lift at Abbey Wood 
station will be closed from 
tomorrow (Wednesday June 15) until 
Wednesday June 22 to construct the new 
Kent-bound platform. Affected passengers 
are advised to speak to station office staff. 
The other lifts will be working as normal but 
the closure means passengers requiring a 
lift who are coming to Abbey Wood to catch 
a London bound train and those coming 
from Kent and alighting at Abbey Wood will 
need to use the nearest accessible station. 


It's oh so quiet! 

RESIDENTS can now cycle to the South 
Bank and back using the first of seven new 
Quietways after the new route was launched 
this month by Transport for London (TfL). 

The first in the new initiative, the Waterloo 
to Greenwich Quietway offers cyclists a 
more scenic and relaxing route when cycling 
through Greenwich, Lewisham, Southwark and 
Lambeth. 

The new Quietways are a network of cycle 
routes throughout London that focus on 
linking destinations via backstreet routes, 
through parks, along waterways or tree-lined 
streets. The routes will overcome barriers 
to cycling, targeting cyclists who want to 
use quieter, low-traffic routes, providing an 
environment for those cyclists who want to 
travel at a gentler pace. 

TfL is working in partnership with London 
boroughs to deliver the next six Quietway 
routes by spring 2017. 

• For further information and to view 
a map of the Waterloo to Greenwich 
Quietway, visit www.tfl.gov.uk/quietways 


A CASH injection from the royal 
borough is set to launch Greenwich 
Theatre into an exciting new era. 

The makeover of the historic theatre 
in Crooms Hill, which dates back to 
1855, will begin with repair work on the 
building’s roof. 

Some rewiring, front- of-house 
improvements and the creation of a 
new studio theatre are also included in 
the redevelopment plan. 

The investment from the council 
represents a significant contribution to 
Greenwich Theatre’s ongoing efforts to 
raise funds to complete its programme 
of renovation. 

When completed its facilities will be 
modernised and improved, boosting 
its reputation as an excellent centre for 
emerging theatre companies, and as a 
local landmark. 

Artistic and executive director James 
Haddrell said: “This investment 
by the council represents a major 
commitment to culture at a time when 
arts funding is dwindling around the 
country. There are significant works 
scheduled, which mark the start of 
the long-term plans for the repair and 


development of this historic theatre.” 

The makeover of the theatre’s building 
is part of the council’s continuing 
commitment to supporting the arts, 
and to building Royal Greenwich’s 
growing reputation as a centre of 
culture. 

Council leader Denise Hyland 
said: “The royal borough is pleased 
to be working with Greenwich 
Theatre to help them carry out these 
improvements which will help ensure 
its viability into the future. 

“We are committed to supporting 
Greenwich Theatre’s work and are 
proud that our contribution helps 
the theatre to put on performance 
and participatory activities from the 
Greenwich Children’s Theatre Festival 
to the popular annual pantomime.” 

• Visit www.greenwchtheatre.org.uk 


NEW SEASON: 
Greenwich Theatre 
is set for a facelift 
thanks to 
council investment 



Up the 
garden 
path 


RESTORED: 
the grounds 
of St George's 
Garrison 
Church, inset, a 
close up of the 
mosaics on site 


GLORIOUS green spaces will 
welcome visitors as part of 
the Open Garden Squares 
Weekend. Over Saturday and 
Sunday June 1 8 &1 9, three 
gardens in the royal borough 
are participating in the annual 
event, which involves over 200 
green spaces across the capital. 

The beautiful and relaxing 
Ballast Quays in Greenwich 
(SE10 9PD) plays host to an 
exhibition of photographs 
of the landscape by local 
photographers and a display 
by the group Men In Sheds. It 
is open from 1 0am to 5pm on 
both days. 

The 19th century St George's 
Garrison Church will also host 
Open Garden Squares events 
over the weekend. The church 
is a hidden gem and contains 
a Victoria Cross Memorial to 
the Royal Artillery, as well as 


the glorious Venetian mosaic 
of St. George and the dragon 
and flowerbeds, bursting 
with a variety of roses and 
wildflowers. This weekend 
there will be a plant sale and 
tea, coffee and homemade 
cakes will be on offer. It is open 
from 1 1 am to 5pm on both 
days. 

Charlton Manor primary 
school will also be opening its 
Green Flag awarded garden to 
the public this weekend. There 
will be tea, coffee and school- 
made cakes available, with 
pond-dipping alongside a tour 
of the garden. Opening times 
are 10am to 5pm on Saturday 
and 10am to 3pm on Sunday. 

Charlton Manor headteacher 
Tim Baker explained: "Charlton 
Manor was invited to take part 
in the Open Garden Squares 
about six years ago. We have 



opened our garden every year 
since. The public are treated to 
a wonderful oasis of vegetable 
plots, flower beds, wildlife area, 
conservation area, eco area, 
bees and chickens. There is also 
an on-site cafe offering fresh 
locally sourced food." 

Tickets for Open Gardens 
Squares Weekend 2016, cost 


£12 before the event and £14 
on June 18 &19 (children under 
12 go free). One ticket allows 
you to choose from numerous 
gardens across the capital. 

• To purchase a ticket and 
to find out more about 
participating gardens, visit 
www.opensquares.org 








June 14 2016 


SIB 


Two of a kind 


Community leaders move on to new roles 


GREENWICH said a grateful 
farewell to two of its most influential 
leaders at a farewell reception 
last Tuesday (June 7). Borough 
Commander, Helen Millichap, and 
Bishop of Woolwich, Dr Michael 
Ipgrave are both leaving the royal 
borough to continue their good work 
in other parts of the country. 

The mayor, Cllr Olu Babatola opened the 
evening, and he was followed by council 
leader Denise Hyland. Speaking of the 
Borough Commander, she said: “She 
leaves the borough having achieved the 
lowest burglary rates for over 15 years, 
as well as the highest level of satisfaction 
amongst victims of crime in any London 
borough.” 

Cllr Hyland said of Bishop Michael: “In 
a diverse and vibrant borough such as 
ours it was refreshing to find a steady 
pair of hands working with the multi 
faith groups.” 

Detective Chief Superintendent Helen 
Millichap joined the Metropolitan Police 
in 1997 and served in several other 
boroughs, as well as in the Counter 
Terrorism Command before taking over as 
Borough Commander in Royal Greenwich 
two years ago. In her leaving speech she 
focused on ‘partnership’ as a main theme, 
saying: “Whether it is by being in schools, 
by working with faith communities or 
problem-solving in our neighbourhoods, 
it is through these partnerships that we 
will succeed.” She is moving Haringey 
as part of a reorganisation within the 
Metropolitan Police. 

After more than 20 years ministry in 
Leicestershire and Japan, Bishop Michael 


Follow us on twitter 
and Instagram 

@Royal_Greenwich ft£j 



FOND FAREWELL: the mayor Olu Babatola and council 
leader Denise Hyland present thank you gifts to Borough 
Commander Helen Millichap and the Bishop of Woolwich 
Dr Michael Ipgrave 

became Archdeacon of Southwark in 
2004. He was awarded the OBE in the new 
year’s honours list in 2011 for services to 
inter-faith relations in London. In 2012 he 
was elected Area Bishop of Woolwich and 
is now leaving to take up his new post as 
Bishop of Lichfield. 

In his parting words Bishop Michael 
said: “Greenwich is a vibrant, joyful and 
resourceful borough, where people are 
particularly well connected with one 
another, and it has been my privilege to 
serve in partnership with so many valued 
colleagues.” 


Your parks need you! 


PARK KEEPERS want 
to hear your views on 
the royal borough's 
parks, estates and 
open spaces service 
and the future of the 
borough's parks. 

The online 
consultation asks 
you how you would 
like your parks, 
woodlands, heaths 
and open spaces to 
be managed and 
maintained over the 
next 10 years and 


what service priorities 
should be set for the 
future. 

The consultation is 
available online at 
www.royalgreenwich. 
gov.uk/ 

parksmanagement 
consultation 
Alternatively, if 
you would like a 
hard copy, please 
email parks@ 
royalgreenwich.gov. 
uk or call 020 8856 
0100. 



Branchs* m 
Wodw teh - Poa '. St 
Pkimvtaad Common 
Old Nfcft Rd 
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HAVE YOU MADE 
YOUR WILL? 


Bowyer 

LL WRITING SCTV1C2S 
of The knsfttute of Professional 
IWi and Tha Society of Writers 

SingMDoubfe Wills 
Lasting Powers of Attorney 
Home Visits 

Freephone 0800 389 7387 

^ Visit wwlondonwfc com 



Primary School Childro* Only 
Key Stage 1 And 2 

Engksh & Math's Tuition ♦ Sports Activlttos 
3 hours Every Saturday tP JOam - 1 :30pm 

From £3.33 Per Hour 
07886 275 209 



LITTLE lONDERS 
DAY NURSERY £ 

LUJUI.M 


FfcFF PLACEMENTS FOQ 
2,3 4 4 VR OLDS (15 H*S) 

BttbAICr AM CLUB PftOM /AfA 
AFTFR SCHOOL OLUB 3PM -7PM 

7AM TO TPM MONO*? TO FRIDAY 
242 KUMA^AO KWH y LONDON SttSlJL 

0203 302 3938 

07710 985110 A 07718 217002 
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Storkway 

Neighbourhood 

Nursery 



Recruitment Day 


SdunUy 12* lime 2016 
Tima: 10am till lpm 
Pfece: VtorVway Neighbourhood 
Nurtery, Ridy ri r criM Rd, 
Kldbroohe. London 5(3 9QX 


Thinking about a career in cNkkaref 

The Preschool teemcf Alienee provide* 
childcare Apr young chikfren v»HNn a range 
of Ml~dtyc«« and sesVml settings It 
a to pfGvkfe* work bated training and 
apprtrrtkashipt programme* for peopto 
•gad 19 and above 


Already QuMMfed? We hwe a number of 
vttcanctos in our tamng. 


Come along! 



SUMMER PLAY SCHEME 

Under 5's Project -Woohwch S618 


25th July - 26th August 2016 

2vecr olds - 3 hair sessions 
900-12.00 or 1.00-400 
£18 per session 

3yeors to 5 years - 9.00-5.00pm 
£40 per day or £175 per week 

All staff qualified and hold an 
enhanced DBS 

For more information ond 
registration form please email 

info@potsoffun.org 


Online 


PAYMENTS 


SERVICES 




Full listings for this summer’s 
Royal Greenwich Festivals 


Guide to local council services 
for new residents 


Renew resident and business 
parking permits online 


Find us on 




ROYAL borough of 

GREENWICH 
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Ecology park 
open day 

GREENWICH Peninsula Ecology Park is 
hosting a Wild Day Out this weekend, 
giving visitors the opportunity to discover 
an amazing array of local wildlife. The 
event takes place on Sunday June 19 from 
midday to 4pm, and has been organised 
by the Conservation Volunteers, the group 
that manage the urban wetlands that make 
up the Ecology Park. 

Visitors will be able to join in pond 
dipping, a herbidacious workshop, urban 
survival quiz trails and wacky wildlife 
gardening using upcycled objects. There 
will also be close-up encounters with the 
park's smallest inhabitants and a session 
with ecologist and the project officer Tony 
Day, introducing people to the weird and 
wonderful world of bees, wasps and ants. 

They will also have a chance of spotting 
some of the amazing birdlife that inhabit 
the Ecology Park, including summer 
visitors such as reed warblers and common 
terns. 

A pop-up cafe and barbecue will also be 
serving hot food, drinks and snacks. The 
event and all activities are free and open to 
all over the course of the afternoon. 

Tony Day told GT: "Summer is an excellent 
time of year to come and discover the 
park at its best with meadows in full 
flower, birds raising young and insect life 
abundant. It's also a great opportunity to 
find out how vital it is that green spaces 
like this survive in our increasingly urban 
environment". 

• Find out more about what's going on 
at www.tcv.org.uk/greenwichpeninsula 


Inspire a child to I 


LOCAL volunteers are encouraged 
to help struggling young readers 
improve their literacy skills. 

A reading charity is looking for people 
to work with children, to make sure they 
grow up feeling confident about their 
reading skills. 

Beanstalk is a national charity that 
provides one-to-one support to children 
who struggle with their reading ability 
and confidence. They 
recruit, train and 
support volunteers to 
read with children in 
local primary schools. 

Volunteers work with 
the children twice 
a week, going into 
schools to spend half 
an hour with them, 
reading, chatting and 
playing games. Reading Helpers build 
up a mentoring relationship with the 
children and use a range of books, games 
and resources to encourage them to love 
reading. 

Cllr Miranda Williams, cabinet 
member for children and young people 
said: “Greenwich has a strong reputation 
in developing literacy skills in schools 
as shown by recent national results 
and we welcome any initiative to help 


improve this further. Volunteering is 
a great way to develop additional skills 
while giving back to and enhancing your 
community.” 

Beanstalk offer training and support 
from a dedicated volunteer coordinator, 
along with reading resources and the 
opportunity to share experiences and 
develop skills with other volunteers. 

Denise Ostick, 60, has been volunteering 
with Beanstalk for eight years and finds 
being a trained reading 
helper a rewarding 
experience. She said; 
“I’m happy that I can 
make a difference, as 
many of the children are 
unsupported at home 
or have English as an 
additional language. 
I enjoy being with 
the children and the 
school is lovely, they make me feel very 
welcome.” 

If you are patient and enthusiastic, enjoy 
working with children and are fluent 
in spoken and written English, then 
Beanstalk would like to hear from you. 
Find out more and apply to be a volunteer 
online at www.beanstalkcharity.org.uk 
• You can also find out more about 
volunteering opportunities in the borough 
at www.royalgreenwich.gov.uk/volunteer 



// Greenwich has a 
strong reputation in 
developing literacy 
skills in schools // 


GREENWICH PENINSULA 
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GREENWICH 


BIG 

DREAMER 

Large-scale street art 
by Matt Blease 

1.JVJN-31.AVJG 


EMPATHY 

MUSEUM 

Join a mini expedition 
A Mile In My Shoes 

11.JUN-2.JUL 


THE 

MILKSHAKE TREE 

Sensory secret garden 
A playground for the senses 

18-30. JUN 


PENINSULA 


THE PEOPLE'S 
BRICK COMPANY 

by Something and Son 
Hand mould a Peninsula brick 

24.JUN-18.SEP 


HUMAN 

LIBRARY 

Borrow a person 
and talk not read 

25.JUN 


RED HOOK 
CRITERIUM 

New York bike race comes 
to the Peninsula 

9.JUL 


.CO. UK 


SUMMER 
FUN FOR KIDS 

Activities, games, 
face painting, crafts 

21.JUL&25.AUG 


SUMMER 

JAZZ WEEKENDERS 

Impresario Harry Christelis 
and friends 

23-24 & 30-31. JUL 


POPUP 

SCREENS 

Anchorman, Grease 
and Back To The Future 

29-31.JUL 


/ WHATS-ON 


CORONA SUNSETS 
MUSIC FESTIVAL 

The beach comes to the Peninsula 
DJs, local food vendors, sunset rituals 

30.JUL 


FARMOPOLIS 
ON THE JETTY 

A floating oasis on the river 
with events, workshops and talks 

COMING TH\S SUMMER 


CONTEMPORARY BRITISH 
CIRCUS WITH UPSWING 

Aerial acrobatics 
and workshops 

3 & 17. AUG 


Keeping up tl 


First careers fair for primary school 


PUPILS at Wingfield primary school are 
learning about the world of work while 
they’re still in the classroom. 

Youngsters at the Kidbrooke school 
met architects, doctors, travel agents 
and other professionals during a week 
focused on choosing a career. 

All year groups from the nursery to 
year 6 took part in a range of job-themed 
activities at the school in Moorehead Way 
including assemblies with guest speakers 
and classroom workshops. 

The highlight was a careers fair with 
12 professions represented including an 
architect, doctor, nurse, scriptwriter, 
travel agent and teacher. Professions 
were drawn from parents and school 
contacts including the school nurse and 
the architect who is designing the new 
school due to open in autumn 2017. 

During the fair youngsters and their 
parents visited stands while the school’s 
cookery club provided cakes and biscuits. 

Year 3 pupil Rosie said: “I enjoyed 
learning about all the different jobs I can 
do when I am older. I met an architect at 
the careers fair and I now think I would 
like to be an architect when I grow up 
because I like drawing buildings.” 

Headteacher Ross Silcock explained the 
careers week will now be an annual event 
at the school and pointed to research by the 
Equality and Human Rights Commission 


(2011) which concludes that career 
aspirations are formed at a relatively young 
age and that formal careers education 
currently begins too late. 

“Goodcareerseducationhasthepotential 
to tackle inequality, particularly when 
introduced early. We felt it important for 
our children, parents and carers to learn 
about the world of work and the range 
of career options, which exist through 
a series of fun and interactive learning 
experiences. The careers fair was well- 
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ove reading 


ie good work 


attended and the buzzy atmosphere and 
purposeful conversations taking place 
showed it was a great success.” 

Wingfield is part of Compass 
Partnership of schools, which involves 
seven local primaries sharing initiatives 
and best practice. 

• For more information about Wingfield 
primary school visit www.wingfield. 
greenwich.sch.uk 


A JOB'S WORTH: pupils visit the architect and doctors' 
stand at the Wingfield careers fair 



New tenancy 

agreement 

after 

consultation 

TERMS and conditions for around 21,000 
council tenants are changing under a 
revised tenancy agreement. 

After extensive consultation with 
residents, the new agreement come into 
force on July 4. 

The revised tenancy agreement was 
necessary to reflect recent changes in the 
law, and to address concerns around block 
security and fire safety. 

Cllr Averil Lekau, the council's lead 
member for housing said: "The new 
agreement also strengthens the council's 
ability to deal with anti-social behaviour 
issues, dog control, and the prevention and 
detection of tenancy fraud. It takes account 
of good practice and will make sure that 
bad behaviour is dealt with promptly to 
improve the lives of our tenants." 


Get Online 

To report 
street faults: 

www.royalgreenwich.gov. 

uk/reportstreetfaults 
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PERMANENT 

MAKEUP 
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07817 464395 


Follow us on twitter & Instagram 

@Royal_Greenwich F “ 




Waterloo, Lambeth 
Borough, Southwark 
Bermondsey Spa, Southwark 
South Bermondsey, Southwark 
Deptford, Lewisham 
Greenwich 

Cycle on less busy streets from Waterloo to Greenwich 

Just one of the ways we reinvest all our income to run and improve your services 


MAYOR OF LONDON 



TRANSPORT 
FOR LONDON 

EVERY JOURNEY MATTERS 
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Brand new o, moat homes 

shared ownership homes local homes to love 

Moat is a leading housing association working in the South East of England. We are proud to provide high quality homes across 
a range of tenures. In addition to the new developments highlighted below, go online at moathomes.co.uk and use our search 
facility to browse through homes available for shared ownership sale (new homes and resales) and intermediate market rent. 
Details of new homes are frequently added to this site. 


COMING OCTOBER 2016 



A collection of 12 x two bedroom 


Register your interest now at 

moathomes.co.uk/eden-park-place 

People who live and/or work in the London Borough of Bromley will receive priority. 



AVAILABLE APRIL 2017 


MOITM 


GREENWICH I 
MILLENNIUM 


One and two bedroom apartments, including one 
wheelchair adaptable apartment available for shared 
ownership purchase. 


Register your interest now at 

moat-greenwichgmv.co.uk 



Kidbrooke Village is an award-winning development located 
in the highly sought-after SE3 postcode, set within 136 
acres of open space and only a fifteen minute journey 
from London Bridge. 

Blackheath Quarter 

1 x one bedroom apartment and 10 x two bedroom 
apartments (2 of which are wheelchair adaptable). These 
homes are coming in September 2016 through Moat’s shared 
ownership scheme. 

Meridian Gate 

21 x one bedroom apartments, 45 x two bedroom apartments 
and 20 x three bedroom apartments coming in March 2018 
through Moat’s shared ownership scheme. 


For more information on when these homes become 
available to reserve and for news on upcoming open 
days, please register your interest at 

MO AT- KID BROOKE VI LLAGE.CO.UK 


People who live and/or work in the borough of Bexley, Bromley, Greenwich, Lewisham and Southwark 
will receive priority. Times by train are approximate and provided by tfl.gov.uk. 


@lovemoathomes 


Eligibility criteria applies. Moat Homes Limited is a charitable housing association. Ref 261 6/16 
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PUPILS at Ealdham Primary School 
celebrated the Queen's historic 90th birthday 
with a best-of-British themed carnival last 
month (May 26). 

Children at the Eltham school spent the week 
designing costumes and banners, as well as 
creating dances ready for the occasion. They 
also prepared food and drink for the big day, 
which included iconic British fare such as 
cucumber sandwiches and real lemonade. 
There were numerous themes for the 
carnival, including the Queen's birth, 
the NHS, World Cup '66', the first London 
Marathon, VE Day, Live Aid, decimalisation, 
Beatlemania, the Millennium and the Golden 
Jubilee. 


WE LOVE A 
PARADE: 
pupils show 
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All borough 

residents 

invited 

RESIDENTS are invited to a series of 
forthcoming events as part of the 
council's efforts to work with local 
people. Events organised by the 
borough's community participation and 
diversity team this month include: 

Charlton Bike Day at Hornfair Park 
Paddling Pool, SE18from 10:30am -4pm 
on Sunday June 19 

Learn to ride a bike, improve your skills or 
enjoy a social ride around Thamesmead 
with your family. Bikes will be provided 
FREE on the day to anyone that needs 
to borrow one and everybody age 7+ is 
welcome! 

Eltham Bike Day at Avery Hill Park Cafe, 
SE9 from 10:30am - 4pm on Saturday 
June 25 

Learn to ride a bike, improve your skills or 
enjoy a social ride around Thamesmead 
with your family. Bikes will be provided 
FREE on the day to anyone that needs 
to borrow one and everybody age 7+ is 
welcome! 

• To book a place on the Bike Days visit 
www.royalgreenwicxh.gov.uk/bikedays 
or call Joel De Mowbray on 020 8921 
8074. 


RARE 


ROYAL AR5MAL rVriL'F.: 


/ 



FiskvaL 

GREAT FOOD & DRINK STALLS 


“ 


TURDAY 18TH JUNE 3PM - 9PM 

This free event is at Artillery Square, Royal Arsenal, Woolwich SE18 4DX. 


LEO GREEN FROM BBC RADIO 2 | THE LEWISHAM AND GREENWICH NHS CHOIR 

SPEAKUSCORNER | KATE THOMAS | HAR^Y CHRISTELUS QUARTET | ACADEMY PERFORMING ARTS 

* 

WWW.RARE. LONDON @RARE_EXPLORE 

A PLACE FOR MUSIC 


Designed for life 






finm 
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133-135 Sou t h wood Road SF9 3QI. 

020 8859 Ml 4 
cjadltyfuneralsi^uiLcom 
www.tircillv-4n.uk 


IndeiM'ndont Family 
Business 

• Burials 

• OrvmatiMS 

• Minmrtals 

• Repatriation Specialists 


Golden 

Charter 


SAIF 


I tmcr.ll 
K 


Nations idc Service 
- 24 Hours - 

• Private Chapels of Rest 

• Home Visits Arranged 

• Pre-paid Funeral Plans 


Family friends'football fiesta 


by Nichola Dixon 


PLAYERS of all ages 
stepped out on the pitch at 
The Valley in Charlton for a 
fundraising football fiesta 
in aid of local families. 

The charity football event 
was hosted by Home-Start 
Greenwich with the support 
of Charlton Football Club and 
Trust. 

There were matches between 
eight teams of seven to 11-year- 
olds playing five-a-side and 
members from the Charlton 


Athletic Community Trust 
also played against a team 
of staff from the Woolwich 
and Charlton branches of 
Sainsbury’s. Local organiser 
Kate Shrager explained the 
Charity Football Match and 
Family Fund Day also included 
fun activities including face 
painting, raffles and more for 
the 78 children who took part 
and families who attended. 

The event was organised to 
raise funds and awareness of 
Home-Start Greenwich and to 
offer families and the public a 
fun day. 

“Home-Start Greenwich offers 


emotional and practical support 
to families in Greenwich, who 
feel that they need an extra 
helping hand. We recruit and 
train volunteers to help families 
with young children, and 
without the generous time given 
by our volunteers we would not 
be able to help and improve the 
lives of many families in the 
borough,” said Kate. 

The charity currently 
supports more than 60 local 
families with children under 
five and has been working in 
the borough for 20 years. It 
has also been commissioned 
by Greenwich Council to run 


children’s centres at Brookhill, 
Glyndon, Plumstead and 
the Slade. The event also 
celebrated the last two decades, 
and to show appreciation to 
the charity’s volunteers and 
sponsors - Kingleigh, Folkhard 
& Hayward and Barclays. 

Holby City actor Alex 
Walkinshaw was present 
to give out medals and 
certificates to all the children 
and the event raised £4,000 to 
go towards supporting more 
families in the future. 

# For more information visit 
www.homestartgreenwich.org. 
uk or @hsgreenwich 




* Subject to weather. 

Spectators watch at their own risk. 

Get the latest event updates Pay online and pay less for parking 

www.royalgreenwich.gov.uk/greatgettogether www.royalgreenwich.gov.uk/eventparking 




ROYAL borough of 

GREENWICH 
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Ravensbourne 

FREE Taster Day! 

Saturday 18th June 2016 | 10:00-15:00 

Located in North Greenwich (opposite the 02) 

FREE 1 HOUR sessions of some of our most popular 
short courses for 19+ learners as detailed below. 


View Ravensbournes full undergraduate degree show, see our award winning 
building, our facilities in full and talk to staff and students! 

Come along and have a go, no experience needed. 

• Build Your Own Website with WordPress TASTER -10:00-12:00 

• Intro to Adobe InDesign, Illustrator and Photoshop TASTER -10:00-12:00 

• Intro to 3D modelling with Sketchllp and VRay rendering TASTER - 13:00-15:00 

• Intro to Social Media for Business TASTER -13:00-15:00 

• How to Dress for an Interview - 10:00-14:30 

• 24+ Advanced Learning Loan and Access to Higher Education info -11:00-14:00 

Pop in on the day or (preferably) 

Sign up here: https://goo.gl/QXRHHL 


SUMMER SCHOOLS 13-18 years 

Ravensbourne is running an exciting programme of summer schools for young 
people aged 13-18 years old, spanning Fashion, Product Design, Architecture, 
Animation, Graphics and Music Production. Courses are led by industry 
professionals and Ravensbourne student ambassadors, at our state of the art 
campus in North Greenwich throughout July. 


Further info on all our courses including a link to book online can be found on our website: 

www.ravensbourne.ac.uk/greenwichdigitalskills 

If you have any questions then please contact us, email: greenwich.digitalskills@rave.ac.uk 
Ravensbourne, 6 Penrose Way, Greenwich Peninsula, London, SE10 0EW (North Greenwich | Jubilee line) 


OMIMWICH 

digital 


For more information and to book a place please email outreach@rave.ac.uk 
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BOOK a football pitch at your local park, check your 
child's place on the school waiting lists, find your polling 
station or pay a bill. You can now do all of these online 
thanks to the council's drive to improve efficiency and 
make more services available to all. 



I nternet usage is at an all-time high 
with visitors to the council website 
hitting over 320,000 last month. This 
continues the upward trend that saw the 
number of visits to the website increase 
by 9% on the same month last year. 

And it’s not only your computer that gives 
you convenient access, the website is now 
mobile -friendly and most pages will change 
to fit the size of your mobile phone screen. 
While the website still received most visits 
from traditional desk computers, mobile 
phone access has grown by 25% over the 
last year, showing that residents are making 
the most of the website while on the move. 
Online services are easy to access and more 
efficient to run so make sure you are taking 
advantage of all the royal borough has to 
offer you online. 

New to the borough? Then read the online 
‘New residents’ guide to the borough’ for all 
you could need to help you settle in. Find out 
all the information about your new area such 
as who your local councillor is, the day of your 
bin collection and location of the local schools. 
It will also guide you on what you need to do 
as a new resident such as how to tell us you’ve 
moved in, set up Council Tax payments and 
register to vote at your new address. Find the 
online guide at www.royalgreenwich.gov.uk/ 
residentswelcomepack 
More and more services are going live online, 
so find out what services the council can offer 
you more easily. Getting replacement waste 
sacks for your dustbin required a phone call to 
the council until the service was transferred 
online. Last month more than 1500 residents 


ordered household recycling and waste items 
with just a few clicks. And this is one of a slew 
of popular services that have been simplified 
since going online. Just under 800 people 
in May informed the council that they were 
moving house using the online form and 
more than 500 people requested to pay their 
Council Tax by direct debit. The number of 
things you can do online is increasing all 
the time, and people are making the most of 


// We recognise 
that our residents 


and businesses 


want to contact us 
about services via 
the internet ft 



them - make sure you are too. 

As well as making it easier for you, it’s all 
part of the council’s efforts to reduce costs 
and improve efficiency. Every time you do 
something online rather than pick up the 
phone you are helping to make the council 
work for you more efficiently. 

Cllr Maureen O’Mara, the borough’s cabinet 
member for customer services, said: “Here in 
Greenwich we recognise that our residents 
and businesses want to contact us about 
services via the internet at a time that suits 
them. We are rolling out more and more 
services on the council’s website including 
bookings for sports facilities, online 
applications for school places and ordering of 
waste sacks. 

“I’m pleased to see that our efforts are 
paying off, with an increasing number of 
people visiting our website every month. Over 
the next few months we will be launching 
Blue Badge Parking Permits online - and we 
expect that it will be as well used as the online 
Parking Permit Renewal service which makes 
it easier for people to apply without having to 
come into a service centre or phone us.” 


Visit www.royalgreenwic 


Schools 

• Primary and secondary place 
applications 

• Appeal a school admission 
decision 

• Check school waiting lists 

• Find local nurseries and 
children's centres 


Parks 

• Allotment enquiries 

• Book a football pitch 


I Book a tennis court at Blackheath 


I Find a local park 


Streets 

• Report a street fault 

• Report a street cleaning problem 

• Pay a street fine 

• View street works in the borough 


Leisure and Culture 

• Renew and reserve library books 

• Find a local library 

• Find your local leisure centre 

• Find out what's on in the borough 


• Find out when we clean a street 


• Apply for a domestic crossover 

• Report a fly-tipping problem 


Businesses 

• Business parking permit renewals 

• Apply for a skip permit 

• Apply for memorial permits 


Follow us on twitter, facebook and instagram 





^www-royalgreenwich.gov.uk 


Guide to local council service 
for new residents 

Renew resident and business 
parking permits online 


ROYAL 

GREEN 


Have your say on local issues 
and consultations 


Apply for school places and 
check open days 


ROYAL borough of 

GREENWICH 


Check half term activities and 
what’s on for families 


ROYAL borough of 

GREENWICH 


CONTACTS 


PAYMENTS 


CONTACTS 


Full listings for this summer’s 
Royal Greenwich Festivals 


www.royalgreenwich.gov.uk 


Order your waste sacks and 
replacement bins online 


www.royalgreenwich.goy.uk 


Online 


[^^wwToyalgreenwich.gowjk 


Find your polling station 
and get election updates 


fc w PAYMENTS 

® ® ■ ■ ■ H SERVICES 


Other 

• Apply for a council job 

• Find your polling station 

• Sign up to be a Tall Ships 
trainee 

• Sign up to council email 
alerts for the latest updates 






Hr*. 


Council Tax 

• Pay Council Tax 

• Apply to pay by Direct Debit 

• Notify us if you're moving home 

• Enquire about your Council Tax 
bill 

• Apply for a single person 
discount 


^usehold 

Report a missed bin collection 
"heck your bin collection day 
Drder replacement bins 
Drder household waste items 
such as recycling bags and 
kitchen caddy bags 
Find out about home meals 
vice 


h .gov.uk 


irking 

Pay parking fines 
"hallenge a parking ticket 
iheck if you are in a Controlled 
Parking Zone 

Resident parking permit renewals 


Housing 

• Register for home swap 

• Request a non-urgent repair 

• Pay housing rent 

• Check your housing rent account 

• Apply for council housing 


Planning 

• View planning applications 

• Request a land charges search 


□□ 


Reserve or renew a book from 
your local library 


at: 


Twitter.com/royaLgreenwich 


Facebook.com/royalgreenwich tl lnstagram.com/royal_greenwich 
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With free outdoor events 
and family performances across 
the Royal Borough of Greenwich, 
this year’s Greenwich Dances festival 
is bigger than ever. 


in us for world-class inspirational performances across 
the Royal Borough - including at The Borough Hall, 
Greenwich Dance’s beautiful Grade II listed home. 

Plan your summer of dance by visiting 

greenwichdance.org.uk 
or call us on 020 8293 9741. 


Greenwich Dance, The Borough Hall, Royal Hill, London SE10 8RE 

li Greenwich Dance #@GreenwichDance tfgreenwichdances 

Greenwich Dance is a registered charity no: 1029506 


Limited 
number of £ 1 
tickets for Royal 
Borough of Greenwich 
residents: call 


ROYAL 

GREENWICH royal Ji/ 

FESTIVALS GREENWICH 

s c( % I supported usingpublicfunding by 

S ? ARTS COUNCIL 
W* I ENGLAND 


Peculiars 
trio play 
baroque 


* 

* 


/ — 
/ 
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TAKE YOUR PICK: Local musician Ibrahim Aziz, cellist 
Sam Stadlen, James Akers, who plays the oboe 

THE series of free concerts, Plumstead 
Peculiars, continues this weekend with a 
baroque programme performed by local 
cellist Ibrahim Aziz and two colleagues. 

He will be joined by fellow cellist Sam 
Stadlen and James Akers who plays the 
theorbo, a large lute with an extended neck 
that was used in the 1 7th and 1 8th centuries. 

The trio, who have performed with artists 
such as Damon Albarn and Classic BRIT 
winner Alison Balsom, will be playing music 
by Vivaldi, Boismortier and others at the 
concert on Sunday, June 1 9 from 4pm. 

Children are welcome and there will be a 
chance to chat to the musicians afterwards. 

The Plumstead Peculiars one-hour 
concerts are held at The Ascension Church in 
Timbercroft Lane, Plumstead and the next 
one will be on Sunday, July 1 0 with Masumi 
Yamamoto playing the harpsichord. 

For more information visit www.plumstead- 
peculiars.com/concerts 




Sunday 10 July 2016 


Mycenae 

House c iardens 




It has already raised more than half 
of the £700,000 needed for the scheme 
- and it is appealing for local people 
to play a supporting role in raising 
funds. 

Chair Jennifer Sims said the theatre 
had flourished since its beginnings 
as a local theatre group in the 1940s 
and they now wanted to make it even 
better. 

New facilities planned as part of 
the building project include: 

• a new frontage and foyer with 
improved disabled access and an 
exhibition space for local artists 

• bringing the theatre studio back 
into use as a base for the youth 
group and as a rehearsal space 

• improved scenery access to the 
stage and extra backstage toilet 
facilities. 

Among those who started their 
acting career with the theatre 
company is Hollywood star Jude 
Law, a former member of the youth 
theatre company New Stagers. He 
said: “The Bob Hope Theatre is a 
place of creativity within the local 
community and a stepping stone into 
a professional career.” 

Ms Sims said: “The theatre has 
a fascinating history, from its 
beginnings as a local theatre group 
in the 1940s, through the difficult 
times when it looked as though the 
theatre building would be lost, to the 
dramatic rescue by Bob Hope, who 


To enter a listing email greenwichtime@ 
outlook.com or call 020 8921 5916 
Details of more events at 
www.royalgreenwich.gov.uk/whatson 


WOOLWICH 

Greenwich Music festival continues with 
World Music Experience, a free event with 
music from around the world in General 
Gordon Square on Saturday, June 1 8 from 
1 2-3pm. More details at 
www.royalgreenwich.gov.uk/festivals 


ABBEY WOOD 

The grade I Victorian Crossness pumping 
station in Bazalgette Way is open to 
the public on Sunday, June 1 9 from 
1 0.30am-5pm when the engines will be in 
full steam. Entry £6, £2 for children aged 
5-16. More details at www.crossness.org.uk 
or call 020 8311 3711. 


SHOOTERS HILL 

Midsummer hay meadow walk round 
Woodlands Farm on Sunday, June 1 9 from 
1 0am-1 2 noon. Free but donation welcome. 
Meet at the green education building at 
1 0am, suitable footwear and clothing 
recommended. More details at 
www.thewoodlandsfarmtrust.org 
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LEADING ROLE: Bob's 
daughter Linda at the launch 
of an exhibition about the 
comedianjeft, and right 
posters promote fundraising 
productions 




Actor ' s fami, y 

support building 


provided the funds to buy it in 1982.” 

The theatre is named after the world 
famous entertainer who was born in 
Eltham before moving to USA. 

His last visit to the theatre was in 
1991 and the Bob and Dolores Hope 
Foundation has continued to provide 
financial support to the building fund. 

The theatre is home to the thriving 
New Stagers youth group, itself 
celebrating 40 years this year, and 
eight local theatre companies^while 


attracts 20,000 people a year. 

Anniversary events are being held 
throughout June and include Olde 
Tyme Music Hall this Friday, June 
17 at 7.30pm and a 3pm matinee on 
Sunday. Saturday, June 18 sees With 
A Little Help..., excerpts from recent 
shows by the groups that regularly 
appear at the theatre, which starts 
at 7.45pm. On Sunday from 7.30pm, 
former New Stager Paul Adams, whose 
father Charlie was a comedy writer 


for Bob Hope, will be MC at Comedy 
Tonight! 

Two gala nights on June 24 & 25 
will round up the celebrations with 
nostalgic trips down memory lane 
starting at 7.45pm. 

Donations can be made at 
www.givey.com/bobhope 
or by cheque payable to The Bob Hope 
Theatre Building Project. 

Visit www.bobhopetheatre.co.uk 


Priory Players 
say 'Alio 'Alio 



LEADING ROLE: Martin Langham rehearses the role of 
cafe owner Rene 


A DRAMA student from Eltham was among a 
group of young actors invited to take part in 
a festival that has helped launch several 
acting careers. 

Robert Ginty, a former pupil of St Mary's 
Primary School and Colfes School in Lee, was 
among 38 students from 1 9 drama schools 
involved in the Sam Wanamaker Festival held 
at Shakespeare's Globe on April 3. 

The annual festival is regarded as a 
springboard for aspiring actors and has 
helped launch many careers. Among those 
who have taken part in the past are Andrew 
Garfield, who took the lead in The Amazing 
Spiderman, and Michelle Dockery of Downton 
Abbey fame. 

Now studying at the Royal Conservatoire 
of Scotland in Glasgow, Robert said: "I feel 
privileged to get the opportunity to stand 
on the stage during what I consider to be the 
theatre occasion of the year." 
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BLACKHEATH 

Traditional English folk singer Fay Hield 
performs with her band. The Hurricane Party, 
and The Full English at Blackheath Halls, 23 
Lee Road on Saturday, June 1 8 at 8pm. Tickets 
cost £1 7 or £1 5 - visit www.blackheathhalls. 
com or call 020 8463 0100. 

GREENWICH 

Star Trek Reality Check marks the 50th 
anniversary of the first episode of the TV 
series and looks at the on-screen technology 
used in film and television over the decades. 
The talk starts at 7pm on Thursday, June 16 
at the Royal Observatory, Blackheath Avenue 
- tickets cost £8 at www.rmg.co.uk/royal- 
observatory or call 020 8038 9906. 

WOOLWICH 

Dance festival Greenwich Dances starts with 
Moving Woolwich in General Gordon Square 
this Friday, June 1 7 from 1 .30-5.30pm with 
performances by and for young people. 
Suitable for all ages, free. More details at 
www.royalgreenwich.gov.uk/festivals 


ELTHAM 

Enjoy Summer Sunday Music with local bands 
and musicians at Well Hall Pleasaunce, Well Hall 
Road this Sunday, June 19 from 2-4pm. Free, 
part of Parksfest - more details at 
www.royalgreenwich.gov.uk/festivals 

BLACKHEATH 

Art exhibition by members of Blackheath 
Art Society from Thursday, June 2-29 at 
Blackheath Halls, Lee Road. Open Monday 
to Friday, 1 0am-5pm - more details at 
blackheathartsociety.org.uk 

WOOLWICH 

Jazz festival at Royal Arsenal Riverside with live 
music, dance, food and drink in Artillery Square 
on Saturday, June 1 8, 3-9pm. Admission free. 

GREENWICH 

Drawings and paintings by novelist and 
playwright Howard Colyer are featured in 
Celtic Cross, the latest exhibition at Made in 
Greenwich, 324 Creek Road. On until June 20 - 
more details at www.madeingreenwich.co.uk 



i« * Ift 

ELTHAM Palace returns to its early history 
with a medieval joust, complete with 
knights in shining armour thundering 
head to head on horseback. 

Visitors can cheer on their favoured 
knight in this contest of bravery and 
horsemanship, and find out about life 
all those centuries ago as they stroll 
through the colourful encampments in the 
grounds of the palace. 

A court jester will entertain in a lighter 
vein and budding knights can test their 
own strength in the field. 


Eltham Palace was a royal palace in the 
1 4th to the 1 6th centuries and in the 1 930s 
its remaining features were incorporated 
into an art deco house by the millionaires, 
Stephen and Virginia Courtauld. 

The grand medieval joust is this weekend, 
June 18 & 19, from 10am - 6pm. Tickets 
cost £16.60, £14.50 conces £9.60 children 
aged 5-1 5, with family tickets available. 

A ten per cent discount is on offer on 
tickets bought online before 3pm on June 
1 7 - visit www.english-heritage.org.uk/ 
elthampalace 
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To advertise call Gaynor 
on 020 8921 5033 


Make time to care 

New poster appeal for foster carers 



ga Stagecoach 



JUST THE TICKET: watch out for the new campaign poster on the back of buses from Plumstead garage 


A NEW poster campaign that 
highlights the many benefits of 
becoming a foster carer has now 
reached streets across the royal 
borough. 

This year’s Fostering Fortnight theme 
is ‘Time to Foster, Time to Care’, which 
is being promoted through a ‘back of bus 
campaign’ running from Plumstead Bus 
Garage in June. 

It’s designed to highlight the need for 
carers and encourage them to come 
forward. The royal borough’s Fostering 
Service is seeking foster carers to look 
after a wide range children and young 
people including teenagers, disabled 
children, unaccompanied asylum 
seekers, brother and sister groups and 
parents with babies. 

A wider pool of foster carers is needed 
so children can live with a family in 
their local area wherever possible. It’s 


important that children live with families 
that are a good “match” for them, in terms 
of location, culture, lifestyle, language 
and interests. 

Nana Ampofu told GT about her new 
experience working as a ‘Parent and 
child’ foster carer. She supports a young 
mother in the care system to look after 
her baby and make positive changes in 
her life. Nana told GT: “Having both 
a parent and a child under my care is a 
totally different dimension altogether. I 
am there to support and take the mother 
through the necessary steps to look after 
her baby. 

“I am always mindful to the fact that 


what she is doing. 

“The joy of seeing a young, first-time 
mother, growing to become a confident 
and proud mum cannot be measured. To 
be able to support a young parent to know 
the different kinds of crying needs of a 
baby is fulfilling. 

“I am sure there are many carers who 
have an interest in becoming a parent 
and child care but are, petrified because 
of the fear of the unknown. My advice is 
‘feel the fear, but do it anyway’. There is 
also continuous training from the Royal 
Greenwich Fostering Service which helps 
and supports me.” 


// The joy of seeing a young, first-time 
mother, growing to become a confident 
and proud mum cannot be measured // 


Goods Vehicle Operator’s Licence 

MR 10 AN CRISTIAN COTOI of 31 WINDMILL RD, 
GILLINGHAM, KENT ME7 5NT is applying for a licence to 
use GREENWICH GREENWICH PLANT, HORN LANE, 
CHARLTON, SE I OORT as an operating centre for I goods vehicles. 

Owners or occupiers of land (including buildings) near the operating centre 
who believe that their use or enjoyment of that land would be affected, 
should make written representations to the Traffic Commissioner at 
Hillcrest House, 386 Harehills Lane, Leeds, LS9 6NF, stating their reasons, 
within 2 1 days of this notice. Representors must at the same time send a 
copy of their representations to the applicant at the address given at the 
top of this notice. 

A guide to Making Representations is available from the Traffic 
Commissioner’s office. 


I am not the mother and do not impose 
my “old ideas” of how I looked after my 
children on her. I make her feel she is in 
control and take the back-seat, but at the 
same time I am close enough to oversee 


• If you are interested in fostering for 
Royal Greenwich contact the Fostering 
Service on 0800052 1499, email Duty@ 
royalgreenwich.gov.uk/fostering or visit 
www.royalgreenwich.gov.uk/fostering 


Make a day of Euro 201 6 Big Screen shows 


THE Big Screen in General 
Gordon Square, Woolwich, 
is showing games from Euro 
2016. 

Why not make a day of it 
in Woolwich town centre - 


come to watch the football, 
do some shopping and have 
something to eat. You'll 
find a rich mix of shops 
and cafes from around the 
world, as well as traditional 


pubs and restaurants. 

• View the schedule of 
Euro 201 6 games: at www. 
royalgreenwich.gov.uk/ 
bigsereen 


Radio station goes 
live from the Valley 

A LOCAL radio station will be back on the 
airwaves later this summer for its second 
year broadcasting for the royal borough. 
Maritime Radio will be going live 24/7 for 
four weeks from August 27 following its 
success last year. 


Working with Charlton Athletic Football 
Club and Charlton Athletic Community Trust, 
programmes will be broadcast from the 
Addicks studio at Valley Central. 

Founder and presenter Duncan Martin said: 
"It's great to know we'll be right in the centre 
of the borough. Although I'm sure some of 
our presenters will be a bit distracted by the 
match day buzz on Saturday afternoons!" 

• For more information, check out 
@maritimeLDN on Twitter or visit 
www.maritimeradio.london 
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CLASSIFIEDS (HA 8921 5033 

gaynor.granger@royalgreenwich.gov.uk 1 %0 ^ ■ V0 *0 *0 


LANDSCAPES / GARDENS 


APPLIANCES ■ MAINTENANCE 


ROOFING 


S.E Gardens 

All Garden Work 
Undertaken & 
All Fence Work 

07940 086132 

020 8231 0697 


CALL TO 
ADVERTISE 
020 8921 5033 


BARLEY STONE DRIVEWAYS 

- Block Paving • Brickwork 

- Crarv Paving • Artificial lawns 

- lancing • 40^ Fxurririite 

All works guaranteed 
Public Liability Insurance 
Mob: 07944 634618 
Tel: 020 8319 4242 


MAINTENANCE 


TOMMY’S 


Property 

Maintenance 


Roof Repairs 
New Roofing 
Flat Roofing 
Felt Roofing 
Fibreglass Roofing 
Gutter Repairs 
New Guttering 


All Landscaping 
Timber Fencing 
Walls 

Groundwork 
Driveways 
Timber Decking 
Painting 



07495184332 


£99 

PLUS VAT 


dhp london ltd 

Landlords Gas Safety Certificate 
Power Flushing ^ 
a All makes of boilers repai redr 
Gfcntral Heating &jBojler Installation 
B^ill gas, plur^ainplgJheating work. 


QflOrtlcdTscH^lGsWD 

020 8244 091 2 m . , „ J 
07956 994429 80 

info@dhplumbing.co.uk 
www.dhplumbing.co.uk EEEH 


SIDCUP PLUMBING & HEATING 

Gas Heating and Plumbing Engineers 
A local personal & professional service 
For all your heating and plumbing needs 
From dripping tap to a new boiler install 
We are here to help 
Engineer 07484 748 846 
Free Call 0800 999 3306 
www.sidcupplumbing.co.uk 
Gas Safe Registered No:290 


ACE 

LANDSCAPES 

WILD GARDENS 
TAMED 
FENCES NEW 
REPAIRS 
ALL TREE WORK 
SHEDS AND PAVING 

020 8355 0371 
07881 621 074 


r 


EST 1983 

| Washing Machines | 
Electric Cookers 
| Dryers Repaired & i 
Installed 

No call Out Charge 
| Reasonable Rates | 


ALL 

MAINTENANCE 

PLUMBING & HEATING 

TILING & LAMINATING 
WALLPAPER & DECORATING 
GIVE US A CALL 

07887 590 110 

020 8265 6735 

www.plumber 1 23 .co .uk 
tom.theplumber@yahoo.com 


DECORATING 


S NEW IMAGE DECORATORS ei^am 

PAINTING & DECORATING, WALLPAPERING, TIMING & ELECTRICS 


Interior ^Exterior Work 
Call for FREE & N0.0BLIGATI0N Estim'aTe- 

jleanAves 

City & Guilds QualifiediRainter a Decorator 


M: 07734 690333 T: 020 8850 9932 

E: deanaves@yahoo.co.uk 
E: deanaves@fsmail.net 
Covering all S/E london & Kent 


ELECTRICIAN 


ABSOLUTE 

ROOFING 

Everything you need under one Roof. 
All garage Roofs, 
Dormer Roofs, 
Back Extension 
Roofs(16yd) 
Renewed for £199.00 
10 Year Guarantee 

01474 394 775 
07703 297 583 


T.TA Electrics 

Quality Tradesman 
Landlord Certs. 
Installations & Repairs 
24HR Call Out 

07961 509403 

i * ' 0208488 7425 

www.ttaelectrics.co.uk 


ROOFING 
NEW & FLAT ROOFS 
ALL TYPES OF 
ROOFING REPAIRS 
PVC/GUTTERING 
PAINTING EXT & INT 
FREE ESTIMATES 

020 8485 7949 
07438 003713 

www.pjroofingservices.co.uk 


REMOVALS 


f Follow us on Facebook /imf? iT"iJ 1 H JTTTFT 

tommy’s Propertymaintenance P7M?TTTTTtn 

020 8485 7736 or 078950 32388 


PLUMBING 


i* S 

A PLUMBING & HEATING 
www.rjsplumbing.co.uk 

020 8855 6683 
01322 334454 

MOST WORK UNDERTAKEN 


6 WEEKS 

ADVERTISING 


TOTAL 

DECORATIONS 

FULLY INSURED NVQ 
QUALITY INTERIOR/EXTERIOR 
DECORATORS FOR QUOTES 
ADVICE /REFERENCES 
CALL PAUL 

020 8293 5166 
07774 443 339 


APEX 

DECORATING 

Interior Exterior 
Free estimates 
No job to small 
All Areas 

30 Years Experience 

07950 831 668 
01322 350 298 


MAN AND VAN 

Collections 
Deliveries 
House Clearances 
Prompt Service 

07948 287 921 
020 8301 5303 


JES Decorators I carpets 

Over 25 years experience in 
all types of decorating 

GIVE US A TRY 

07795 973461 

beetle40@tiscali.co.uk 
www.jes-decorators.co.uk 


CARPETS 
& UPHOLSTERY 
Cleaning 
No fancy prices 
EXPERIENCED 
01322 551 463 
07904 248 175 


GOODS 


WANTED 

Most Types of Second 
Hand Furniture 
Bought & Sold 
Handley’s of 
Woolwich 

020 8854 7754 


MR BEE REMOVALS 
FROM £20.00 P/H 

RELIABLE MAN WITH VANS 
LOR REMOVALS. SINGLE 
ITEMS TO HOUSES, LLATS, 
OLLICE, CLEARANCE. 
ANY TIME ANYWHERE. 

(SEPERATE VAN FOR 
RUBBISH CLEARANCE) 

0777 367 3535 

020 3302 2275 

mrbeeremovals@ hotmail .co.uk 


Man with 
Transit Van 

Light Removals, Deliveries 
24 Hours 7 Days Low Rates 
Any Distance 

020 8854 7789 
07903 249 555 


PAVING & CONSTRUCTION 


JJC Construction 


Prlfwwwy « 

♦ Twna 

« fbtin Stcrv 


dm mm* 

* F«rcr»g 

» A1 Kjrvti at Lirc&upi) 
« Tnueadan • Pain £Ut« 

• Csrrm Orwm • Cnwy P*4ng 

• Ttrfrg $ ArUrn Grm « Prv^rt Cfurtig 


i i I m l ■ T|H Paring* Construction 

nprrtoAmn: pu/iup. , 


DECORATIVE PAVINQ 
PATHS 4 PATIOS 
DRIVEWAY BPECIAUB 
FENCING OECKJNG BRICK’ 
TREE WORK, LANDSCAP1I 

Oc r— m»*E3 


T . 0800 191 0190 Kft 07895 032323 
ucpropcrtymaintcnancDU yahoo. 



020 3151 71 
07951 371700 


WANTED VEHICLES 



CALL ANYTIME 

020 8659 8988 

7 DAYS A WEEK 

CARS & VANS 
CLASSIC & UNUSUAL 
CARS ALSU WANTED 


ADVERTISING WEEKLY FOR OVER 20 YEARS 


SCRAP CARS & 
VANS WANTED 

• Best prices paid • 

• Extra for Alloy Wheels • 
DVLA documents exchanged 
WE DO NOT SELL SPARES 

07540 105 453 


ALL TYPE ROOFING | \ 

FLAT ROOFS 
ROOF REPAIRS 
GUTTERING 
SLATING PAINTING 
ALL WORK 
GUARANTEED 
07710545352 

01689639445 


6 WEEKS 

ADVERTISING 

£99 

PLUS VAT 


ACE ROOFING 

All Roof Repairs Leaks, PVC Fascias Soffits & 
Slate Tiles & Chimneys Guttering Specialists 
Gutter Cleaning (Guttervac) Good Rates 

2/3/4 Storey Buildings Fully Insured 

(No Scaffold Required) Part of Age UK 

T: 020 8355 0371 M:07881 621074 

aceexteriors@hotmail.co.uk FREE ESTIMATES 



4 mis 
suns«MMf this • cm mm iystucss 

IPV6 F4S0MkS*S0fHTS A M 



SCAFFOLDING 


Any 2 Storey House Front 
6m x 6m 1 Level Boarded 
Free 6 week Hire 
Fully Insured 

£ 260.00 
07930 640555 


YOUR SATISFACTION IS OUR FUTURE 

CREATIVE DRIVEWAYS 

DRIVES, PATHS & PATIOS 


BLOCK PAVING, CRAZY PAVING, SLABBING, 
IMPRINTED CONCRETE, 
TARMACADAM (red or black), TURFING, 
FENCING & FANCY BRICKWORK 
ALL OTHER GROUND WORK UNDERTAKEN 
ALL WORK FULLY GUARANTEED FOR 10 YEARS 
FREE ESTIMATES & ADVICE 


FREEPHONE: 0800 211 8934 
DIRECT: 07909 956 304 


www.creativedrivesandpatios.co.uk 


CAR CARE 



020 8305 1771 
07403 101660 

3tl_l CJttMlIVHi 


The appearance of an advert in RGT does not mean that Royal Borough of Greenwich endorses the advertisers goods or services. While we will not knowingly run an advert that is untrue, 
we are not responsible for the accuracy of any advertising material or the accuracy of the description of an advertised product or service placed in GT 
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GreenwichHomes Edition 498 

Royal Borough of Greenwich’s Choice Based Lettings Scheme 


f 


BIDDING FOR PROPERTIES 

People on the Housing register are able to bid for all properties, 
regardless of their banding. You must be eligible for the size of 
property and bids will be considered in the following order: 

First Band A, followed by Band BI/B2 both in priority date order. 
Those in Band C will then be considered in registration date order. 

Please note that there will still be some properties with age 
restrictions so only people of this age group can apply for these. 


BAND 

A is for applicants in unsatisfactory housing, including 
people moving due to demolition and those 
underoccupying their homes. 

Bl is for applicants the Royal Borough of Greenwich 
or must prioritise according to the law, particularly 
^2 homeless people, and others with an urgent need 
to move for medical or welfare reasons. 

C is for all applicants on the housing register, including 
those that are in priority bands A and BI/B2. 


How do I apply? 


© 


o 


o 


Get on the list 

First, you’ve got to be on the housing waiting list to join the scheme. 

If you’re not, register an application on line at 

www. roy algree n wi c h .gov. u k 

Find your applicant number 

It will be on the letter you’ve already had from the Royal Borough 
of Greenwich about the new scheme. You’ll need that number and 
the reference number of the property you’re after, which will be on 
the advert. 

Pick out your ideal property 

by looking in Greenwich Time or regularly checking the website: 

www.royalgreenwich.gov.uk/homes 

Click on your preference on the website. If you don’t have a computer, you 
can always use one for free at either The Eltham or Woolwich Centre or 
a local library. 

Apply in one of three ways 

• Text bidding is now available and the number to use is 07786207913. 
For further information please see page 2, or 

• Phone the 24-hour hotline 020 8921 4340. It’s an automatic push- 
button system and calls will be charged at the normal local rate, or 

• Via the Royal Borough of Greenwich’s website 
www.royalgreenwich.gov.uk/homes 


The next edition of GreenwichHomes will be available on 


24-hour hotline 

The Greenwich Homes 
(Choice Based lettings) Telephone 
Bidding Line is avaBoble in: 

English 020 8921 4340 

Greenwich Homes (locations a au 
choix n) ligne tclophoniquc dc 
demande disponible en trangois 
en composant le : 

French 020 8921 4330 

C6 sin Dtrd'ng dly O iu gift Oi$n 
Cho?i Greenwich Homes (T ai san 
Dya tr4n S\r chgn Ivra) in 
Vietnamese 020 8921 4343 

Guryaha Xaafadda Greenwich 
(Guri-ijaar Ku-saleysan kalo- 
doorashao) Khodka Ku tortanko 
waxaa laqa helaa: 

Somali 020 8921 4345 

Greenwich Konutlan (Teccihe Doyali 
Kiralik Konut) Telefon lie Teklif Verme 
Hath TurkQe de aranaMiyor 
Turkish 020 8921 4347 

(DMtfHfttfff) mm 

tim&nm-' 

Conlonewr 020 8921 4370 


Wednesday 22 June 2016 at midday. Closing date for all applications 
for this issue is midnight on Sunday 19 June 2016. 


*farajl# ii*<r (TfrpZpfrt.s.itiJi' 4 

*u r L-**<6 *7a>u lM«&| 

£ £$aL-&'Sjth: 

Tamil 020 8921 4300 


www.royalgreenwich.gov.uk/homes 
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Choice hotline 020 8921 4340 


I 


Anyone on 
the housing 
list can 
apply for 
these 


Information Only 
Parlour Houses 

2 bed Parlour 
is counted as a 

3 bedroom 

3 bed Parlour 
is counted as a 

4 bedroom 

4 Bed Parlour 
is counted as a 

5 bedroom 



Ref Number: 53901 


Manning Court 
Titmuss Ave SE28 

2 Bed 5th Fir Flat Lifted 
Entry phn Rad C/H 
No Pets No Pkg 

£105.61 pw 



Ref Number: 214202 

Swallowfield Rd SE7 

I Bed Grnd Fir Flat Gdn 
Rad C/H 
No Pets No Pkg 

£104.21 pw 



Ref Number: 214210 

Mulgrave Rd SEI8 

I Bed Grnd Fir Flat 
Rad C/H No Pets 
No Pkg 

£102.73 pw 



Ref Number: 214417 Ref Number: 214418 

Robert St SEI8 Edington Rd SE2 

I Bed 4th Fir Flat 2 Bed I st Fir Flat 


Lifted Entry phn Unlifted 

Rad C/H Gas Fire & Rad C/H 

£83.27 pw £96.70 pw 


If you are 
bidding for 
houses under 
Band C 
you must 
have at least 
I child under 
1 6 years 


Ref Number: 214428 

Chrisp Hse 
Maze Hill SEI0 

2 Bed 2nd Fir Flat 
Lifted Entry phn 
Rad C/H 

£1 14.83 pw 



GreenwichHomes 

Royal Borough of Greenwich’s Choice Based Lettings Scheme 


Wood Retreat SEI8 

I Bed I st Fir Flat 
Unlifted Entry phn 
Electric Rads 
No Pets No Pkg 

£94.81 pw 


Ref Number: 214186 

Frances St SE 1 8 

I Bed Grnd Fir Flat 
Entry phn Gas Fire Only 

£89.00 pw 


Ref Number: 214419 

Winchcomb Gdns 
SE9 

3 Bed Hse Gdn 
Gas Fire & Rad C/H 

£127.93 pw 


Ref Number: 214449 

Williamson Close 
SEI0 

3 Bed Hse Gdn 
Rad C/H 

£145.64 pw 






Ref Number: 1 0 1 900 


Charlton Triangle Homes 


Ref Number: I 18314 

Harold Gibbons Ct 
Victoria Way SE7 

2 Bed 1st Fir Flat Unlifted 
Entry phn Rad C/H 
No Pets No Pkg 

£124.25 pw 



Ref Number: 214142 

The Village SE7 

2 Bed I st Fir Flat 
Un lifted Entry phn 
Rad C/H 

£106.37 pw 



Ref Number: 214310 

Haddo Hse 
Haddo St SEI0 

I Bed Grnd Fir Flat 
Rad C/H 

£107.15 pw 



Ref Number: 214420 

Nightingale Heights 
Nightingale Vale SE 1 8 

2 Bed 2 1st Fir Flat Lifted 
Entry phn Elec Htg 

£1 15.83 incl Htg 
£18.18 pw 


Ref Number: 214415 

Maynard Hse 
Perrott St SEI8 

4 Bed 2nd Fir Mais 
Unlifted Entry phn 
Rad C/H 

£1 18.76 pw 

Next 

Edition 499 
available 

on 

Wednesday 
22 June 

2016 


A number of properties 
advertised this week 
will not be ready for 
viewing immediately. 
Successful applicants 
will be invited to view 
once the property is 
ready to let. 


www.royalgreenwich.gov.uk/homes 


property listings continue overleaf 
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Anyone on 
the housing 
list can 
apply for 
these 


Affordable 

Homes 

Please note 
any Housing 
Association 
properties 
advertised in 
this way will 
have a higher 
rent charge 


Applicants 
over 50+ 
can apply 
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Ref Number: 214618 

Gavin Hse 
Plumstead High St 
SE 18 

2 Bed Grnd Fir Mais Gdn 
Rad C/H No Pkg 

£107.62 pw 


Ref Number: 214623 

Hevercroft SE9 

3 Bed Hse Gdn 
Rad C/H 

£134.19 pw 


Ref Number: 214624 

Middle Park Ave 
SE9 

I Bed I st Fir Flat 
Unlifted Rad C/H No 
Pkg 

£99.32 pw 



Ref Number: 214630 

Kingsman St SEI8 

Bedsit Grnd Fir Flat 
Entry phn Gas Fire Only 
No Pkg 

£79.23 pw 


Affordable Housing 


Ref Number: 21463 I 

Samuel St SEI8 

3 Bed 2nd Fir Mais 
Unlifted Rad C/H 

£1 1 1.41 pw 


Ref Number: 214634 

Dabin Cres SEI0 

2 Bed 2nd Fir Flat 
Un lifted Entry phn 
Rad C/H 

£1 16.22 pw 



Ref Number: 177558 

Harold Wilson Hse 
Arnott Close SE28 

I Bed 5th Fir Flat Lifted 
Entry phn Rad C/H 
No Pets No Pkg 

£138.40 pw 




Ref Number: 214635 

Frances St SEI8 

2 Bed 7th Fir Flat 
Lifted Rad C/H 

£101.41 pw 


Ref Number: 214636 

Sandyhill Rd SEI8 

2 Bed Hse Gdn 
Rad C/H No Pkg 

£1 18.22 pw 


Ref Number: 214427 

James Newman Crt 
Great Harry Dr SE9 

I Bed Grnd Fir Flat 
Entry phn Rad C/H 
No Pkg 

£99.17 pw 


Ref Number: 214638 

Gildersome St SEI8 

2 Bed 5th Fir Mais 
Lifted Entry phn 
Rad C/H 

£103.28 pw 


Ref Number: 214650 

Wren Path SE28 

I Bed I st Fir Flat 
Unlifted Entry phn 
Rad C/H No Pets 
No Pkg Over 40s 

£96.36 pw 


Need to Move? 



www.HouseExchange.org.uk 

The best way to find a Mutual Exchange 



You can only register on line for free 


A number of properties 
advertised this week 
will not be ready for 
viewing immediately. 
Successful applicants 
will be invited to view 
once the property is 
ready to let. 


No Photo 


L&Q Housing Trust 


Ref Number: 214660 

Woolwich Rd SEI0 

4 Bed I st Fir Mais 
Rad C/H No Pets 
No Pkg 

£162.60 pw 


Moat Housing Group 


Ref Number: 21431 I 

Edison Court 
GreenroofWay SEI0 

2 Bed Grnd Fir Flat 
Unlifted Rad C/H No 
Pets No Pkg 

£155.66 pw 


www.royalgreenwich.gov.uk/homes 


property listings continue overleaf 
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Choice hotline 020 8921 4340 

GreenwichHomes 


Royal Borough of Greenwich’s Choice Based Lettings Scheme 


HOW TO BID FOR ADVERTISED 
PROPERTIES BY TEXT 

If you would like to bid by text, 
please use the following Text Bidding Number: 

0778 620 7913 and type: 

CBL, the property reference number 
and your applicant number. 

The property reference will be on the advert 
and your applicant number is on the letter we 
sent to you when you registered for housing. 

A successful bid will look like this: 

CBL 179104 12191 

You will need to do a separate text for each 
property you wish to bid for and the text is 
charged at your mobile provider's standard rate. 
You will receive a text response to confirm 
your bid within 5 minutes. 


IMPORTANT 

INFORMATION 

Please note you must tell 
us as soon as possible if 
there is any change in the 
information you have given 
on your form. If you do not 
do so, your application will 
be invalid. 


IMPORTANT 

NOTICE 

Heating Charge for 
RBG properties 

Please note rent for 
Council properties may 
include a heating charge 
which is NOT covered by 
Housing Benefit. 


GreenwichHomes adverts 

Greenwich Time is now being published 50 weeks a year and is delivered 
to all residents. GreenwichHome adverts are included in every issue. 


For information or assistance 
Contact our Allocations Team 

on: 020 8921 2941 or email: 

housing-allocations@royalgreenwich.gov.uk 


This is what happened to the homes advertised in issue 495 


Address 

Bed- 

rooms 

Property 

Type 

No of 
Bids 

Reg date of 
successful app 

Band 

Greenlaw Street SE18 5AW 

1 

FLAT 

305 

15/02/2016 

B1 

Ethalion Lodge Tellson Avenue SE18 4EE 

1 

FLAT 

625 

03/03/2015 

B1 

Ethalion Lodge Tellson Avenue SE18 4EE 

2 

FLAT 

529 

20/11/2015 

B1 

Ethalion Lodge Tellson Avenue SE18 4EE 

1 

FLAT 

546 

08/10/2015 

B1 

Ethalion Lodge Tellson Avenue SE18 4EE 

2 

FLAT 

444 

03/12/2015 

B1 

Forte Street SE184EB 

3 

HOUSE 

510 

08/04/2016 

B2 

Forte Street SE184EB 

3 

HOUSE 

395 

21/04/2008 

A 

Aldwinkle House Tellson Avenue SE18 4ED 

1 

FLAT 

474 

15/01/2016 

B1 

Aldwinkle House Tellson Avenue SE18 4ED 

2 

FLAT 

370 

01/09/2015 

B1 

Aldwinkle House Tellson Avenue SE18 4ED 

2 

FLAT 

391 

19/01/2016 

B1 

Aldwinkle House Tellson Avenue SE18 4ED 

2 

FLAT 

393 

04/01/2016 

B1 

Aldwinkle House Tellson Avenue SE18 4ED 

2 

FLAT 

347 

14/12/2015 

B1 

Aldwinkle House Tellson Avenue SE18 4ED 

2 

FLAT 

325 

29/09/2014 

B1 

Aldwinkle House Tellson Avenue SE18 4ED 

2 

FLAT 

310 

02/11/2015 

B1 

Ethel Brooks House Eglinton Road SE18 3SW 

1 

FLAT 

578 

Not Ready 


Forte Street SE184EB 

3 

HOUSE 

402 

29/01/2008 

C 

Simnel Road SE12 9BG 

1 

FLAT 

511 

Not Ready 


Hickin Close SE7 8SH 

1 

FLAT 

599 

26/04/2012 

B1 

Heavitree Close SE18 7QR 

1 

FLAT 

339 

Not Ready 


Westhorne Avenue SE9 6TF 

2 

FLAT 

623 

Not Ready 


BevanRoad SE2 0UU 

2 

FLAT 

334 

Not Ready 


Shooters Hill SE18 3HP 

3 

HOUSE 

494 

29/12/2015 

B1 

Rainham Close SE9 2JB 

2 

HOUSE 

688 

Not Ready 


Claymill House Raglan Road SE18 7HX 

2 

FLAT 

222 

Not Ready 


Kingsman Street SE18 5PS 

1 

FLAT 

502 

Not Ready 


Edgeworth Road SE9 6JG 

3 

HOUSE 

581 

Not Ready 


Alnwick Road SE12 9BS 

3 

HOUSE 

567 

Not Ready 


Ripon Road SE18 3PS 

4 

HOUSE 

282 

Not Ready 


Greenlaw Street SE18 5AW 

1 

FLAT 

261 

01/08/2013 

C 


www.royalgreenwich.gov.uk/homes 
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To advertise in GT 
call Gaynor on 
020 8921 5033 


Amnesty 
book sale 
returns 


MORE than 10,000 high quality books 
will be on sale for low prices at the annual 
Amnesty International book sale this 
Saturday, June 18. 

The charity's Blackheath and Greenwich 
branch is hosting the event from 9am- 
5pm at the Church of the Ascension in 
Dartmouth Row, Blackheath, for the 42nd 
year. 

Chair Simon Ware said: "The quality 
of books is very high and the prices are 
astonishingly affordable. There is a wide 
variety of bargains to be found, from 
second-hand paperbacks to review copies 
of recently published novels." 

Amnesty International campaigns for 
human rights around the world and the 
popular book sales are its most successful 
local fundraising event in the UK, raising 
£300,000 over the years. 

• For more information about the 
Blackheath and Greenwich group see 
www.amnestybg.wordpress.com or email 
aibg.enquiries@gmail.com 


CALLIONS MOUNT PRIMARY SCHOOL 

PURRETT ROAD. PLUMSTEAD SEI 8 I JR 
TEL: 020 8854 2691 


Early Year* Teaching Assistant* 

Dates: Apply by 6/7/16. Job start September 2016 
Salary; Scale 1 (EI6.3SO - 617,467) pro rata 
Location; Greenwich 

Contract type; I x Pull time (12.S hours per weelc) I x part time 
(20 hours per weefc [I l;4S - 1;4S]) 

Contract term; 2 x temporary for one year (maternity cover) 
Term time only (19 weeks) 

Are you passionate, determined, driven and committed to ensure high 
quality outcomes for all children? 

Of s ted 20 1 3: The Early Years *>f?»raimr/u X r^nV»nr ’ ind ~praxtfrt pkntf of 
opportune** far good progress An alt area* af drvetoptnrr o M 
'Staff care deeply fo r each and every ctiAd ” 

We are seeking to appoint enthusiastic and creative EYES teaching assistants to support 
learn ng in the Foundation Stage 

The successful catttklue mu&t be quaHWd to NVQ Lewi 3 or equivalent. A willrgnatt 
to participate xi training and a commitment to teamwork 4 essential. 

Out school is committed to safeguarding and promourg the welfare of children The 
suece&fkJ candidate will be DBS checked and references taken before appointment The 
position n sidqecl to a 6 month probationary period. 

Gallon* Mount is a multicultural, cwo form entry primary school and nursery We can 
oiler a supporrhe staff team, motivated and wed-behaved children and an carper uwrd 
EYFS lender 

Visits to the school are encouraged and warmly welcomed) 

Fear an application pack end to arrange a vwC p6»av* contact Mindy Gdlind SAG on 

020 8854 2601 or emin saoiffgaJl4onsmoont.greonwich.seh.uk 

Packs can also be downloaded born the school webiite 

http://www.gallbontmoufH.gneenwbch.sch.uk/vocanclot 

Plet^e make H dear on the appftcation form which vacancy you are applying for (Tull or 
part time) 

Closing date: Friday 8th July 2016 
Interviews: Wednesday 13th July 2016 


> — ^ 
ROYAL hn«4pbqf 
GREENWICH 
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Plans for Ali sports award 


AN annual award for young 
sportsmen and women 
may be set up in the royal 
borough in memory of 
the legendary boxer 
Muhammad Ali. 

The award could be part 
of the support offered to 
young athletes as part of 
Greenwich Starting Blocks, 
the charity that supports 
aspiring athletes from the 
royal borough. 

It follows a £7,500 
donation from the boxer's 
foundation to the Starting 
Blocks Trust in March when 
an exhibition dedicated to 
the life of the boxer opened 
at The 02. 

As crowds thronged 
to The 02 to seethe 
exhibition dedicated to the 
heavyweight champion, 
who died on June 3, local 
people from the world of 
sport paid tribute to his 
inspirational life. 

Peter Bundey, who is 
vice-chair of Greenwich 
Starting Blocks, and chair of 
the GLL Sports Foundation, 
said Ali's death was a 
"devastating loss". 

"He was someone that 
every sportsman, whatever 
their sport, looked up to," 
he told Greenwich Time. 

"He was an athlete who 
stood up for what he 


believed in, he stood up for 
specific causes, he believed 
in harmony amongst 
society and gave the best 
years of his life working for 
that." 

Mr Bundey attended the 
opening of the exhibition, 
at The 02, when Ali's 
wife, Lonnie, made the 
presentation to Starting 
Blocks. He said he was now 
in discussions to see if an 
annual award could be set 
up to remember Ali's gift. 

"I think Greenwich will 
remember the fact that 
close to the end of his 
life, he was still passing 
on goodwill, and we are 
hoping to be part of that 
legacy," he said. 

Local boxer Jenna O'Reilly, 
who is supported by the 
Trust, was particularly 
saddened by Ali's death as 
she had hoped to meet him 
in London. 

She met Lonnie Ali at 
The 02 in March. "She said 
she was hoping to get him 
over in June or July. I am so 
gutted that I now won't get 
to meet him," Jenna told GT. 

The 20-year-old, who lives 
in Eltham, was given £250 
from the Starting Blocks 
fund, which she used to 
buy a new pair of boxing 
gloves and other training 


equipment. 

She said she would 
treasure the gloves, adding: 
"I just wish I could have got 
him to sign them. 

"He was one of the best 
boxers there is. It was a 
shame he had Parkinson's 
disease and even though he 
had that, he still managed 
to help people like us." 

A message on The 02 
website reads: "With the 
sad news of his passing, 
all the staff at Muhammad 
Ali at The 02 offer their 
deepest sympathies to his 
family and friends at this 
difficult time. 

"It is both an honour and 
a pleasure to be involved 
with an exhibition that 
celebrates the life and work 
of a true great, or quite 
simply The Greatest." 

• The exhibition, 'I am 
the Greatest' is open until 
August 31 - for tickets and 
information visit www. 
aliattheo2.com 
Muhammad Ali's funeral 
service was screened to 
the public outside The 02 
last Friday. 

• The town hall's union 
flag was lowered to half 
mast in recognition of 
his achievements and the 
donation of £7,500 to 
Starting Blocks. 


Hill and George Ball from Shooters Hill 
Post 16 both claimed bronze. 

The team is based at the Eltham 
Centre and train every Friday evening 
under head coach Gill Beager, who 
was also the team manager at the 
competition and expressed her delight 
at the results: “It was very close. You 
can never tell what the other teams are 
going to bring, but it all came together 
for us on the day. I’m in awe of what 
they did, and I’m their coach!” 

Cabinet member for culture, creative 
industries and community well-being, 
Cllr Denise Scott-McDonald said: 
“Congratulations to the para swim 
team on their excellent result. Para 


from page 24 C 

swimming is a key development sport 
for the borough and having these 
young people achieving at this age 
shows that we are creating a strong 
foundation to continue building on in 
the future.” 

Balfour Beatty London Youth Games is 
Europe’s biggest annual youth sports 
event with young people from every 
borough in the capital taking part in 
competitions across 30 different sports. 
The competition continues into July 
when the final scores will be totalled 
and the overall winning borough will 
be announced. 

• Follow the royal borough's progress at 
www.londonyouthgames.org 


// Para swimming is a 
key development sport 
for the borough // 

Get in the swim for summer 

GET in the water and make the most of the swimming pools in the borough. Charlton 
Lido, the 50 metre, outdoor heated pool, has extended opening hours from 7am to 
8pm during the week and 9am to 5pm at the weekend. Visit the Better website for more 
information at www.better.org.uk 






Joy Learning Saturday Class 

Maths, English & Science - ages 5-16 





* Free Assessments wrth detailed resists 

* Weekly feedback after eacti lesson 

workbooks to take home 
s Fro* online learning loam anytime! 

* Small groups - 2 to 4 students per tutor 

* Acedemicaly Brilliant Tutors 

* Excellent results and progress 

^ No Contracts - use us wben you need us 

* No regfelration or absence fees 

s Great quality service - give us a call) 

www.joylearning.co.uk 


01 582 81 6 240 

flrxl us in Abbey Wood, Mumsteod, Tbomesmead t Woolwich 


CHARLTON 

f HAND CAR WASH 


NOW £5.00 
NOW £9.00 


'0/ferori^iwb tons voucher* 


020 8305 1771 
07403 101669 


A 


Westmoor Street, Charlton SE7 SNR 


Have your leaflets 
delivered with 
Greenwich Time 

FOR A COMPETITIVE QUOTE CALL 
Nicola 020 8921 5572 
Gaynor 020 8921 5033 



Greenwich Time is the official newspaper of the Royal Borough of Greenwich, published to provide news and information about royal borough services, local community groups 
and local facilities. For general royal borough enquiries, call 020 8854 8888. For distribution suggestions or complaints, call the distribution hotline on 020 8940 0666. Published 
by the Royal Borough of Greenwich, The Woolwich Centre, Wellington Street, Woolwich SE18 6HQ. Printed by Trinity Mirror Printing, Watford; distributed by London Letterbox. 










